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Indian Standard 

SPECIFICATION FOR ANHYDROUS AMMONIA 

(First Revision ) 

0. FOREWORD 

0.1 This Indian Standard ( First Revision ) was adopted by the Indian 
Standards Institution on 30 June 1989, after the draft finalized by the 
Acids, Alkalis and Halides Sectional Committee had been approved by 
the Chemical Division Council. 

0.2 This standard was first published in 1955. The Sectional Committee 
decided to revise it in the light of actual requirements of the industry. In 
this revision the requirements of pyridine, naphthalene, phosphine, sul- 
phur compounds and phenolic compounds have been dropped, and the 
requirements of moisture and oil content have been added. 

0.3 By convention, the name 'anhydrous ammonia' is used to describe 
commercial grades of the product containing approximately 99.90 to 
99.98 percent of ammonia ( see 2.1 ). 

0.4 This standard does not contain aspects of safety for handling and 
transport of ammonia as this is covered under IS : 4544-1968*. 

0.5 In the preparation of this standard, reference has been made to 
'BS : 4431-1969 Methods of test for anhydrous ammonia', issued by the 
British Standards Institution. 

0.6 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in accord- 
ance with IS : 2-1960"]". The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this 
standard. 



*Code of safety for ammonia. 

tRules for rounding off numerical values ( revised). 
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1. SCOPE 



1.1 This standard prescribes the requirements and the methods of 
sampling and test for anhydrous ammonia. The material is used for refri- 
geration purposes, and also for other industrial purposes such as for the 
manufacture of nitric acid, in the preparation of liquor ammonia, etc. 

1.1.1 This standard docs not cover the requirements of anhydrous 
ammonia for direct application to soil which are being covered under 
separate Indian Standard. 

2. TERMINOLOGY 

2.1 For the purpose of this standard, anhydrous ammonia refers to the 
commerical grade of ammonia gas containing 99.90 to 99.98 percent of 
ammonia. 

3. GRADES 

3.1 The material shall be of two grades, namely: 

a) Grade 1 — for refrigeration purposes and other uses where a 

relatively purer material is essential; and 

b) Grade 2 — for miscellaneous industrial uses, such as for the 

manufacture of nitric acid, for the preparation of 
liquor ammonia, etc. 

4. REQUIREMENTS 

4.1 Description — The material shall consist essentially of anhydrous 
ammonia free from foreign matter and visible impurities. 

4.2 The material shall comply with the requirements prescribed in 
Table 1 when tested according to the methods prescribed in Appendix A. 
Reference to the relevant clauses of Appendix A is given in col 5 of the 
table. 





TABLE 1 REQUIREMENTS FOR ANHYDROUS AMMONIA 


SL 


CHARACTERISTIC 




REQUIREMENT 




METHOD OE TEST 


No. 






■ 




( REF TO CL NO. 
or APPENDIX A ) 




Grade 


1 Grade 


2 


(1) 


(2) 


(3) 


(4) 




(5) 


i) 


Residue on evaporation, 
percent by mass,' Max 


0.02 


0.5 




A-2 


ii) 


Moisture, percent by 
mass, Max 


0.2 


0-5 




A-3 


iii) 


Oil, ppm by mass. Max 


— 


10 




A-4 
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5. PACKING AND MARKING 



5.1 The material shall be supplied as liquid in cylinders or tank cars of 
approved design. 

5.1.1 The cylinders shall conform to the Gas Cylinder Rules 1940 of 
the Government of India with such modifications as may be ordered from 
time to time by the Chief Controller of Explosives, Government of India, 
or other duly constituted authority. The tank cars shall conform to the 
specification as approved by the appropriate authorities of Indian Rail- 
ways or other duly constituted authority. 

5.2 Packing, marking, painting and transport of cylinders shall be in 
accordance with the requirements of the notification cited above with 
such modifications as may be ordered from time to time by the Chief 
Controller of Explosives, Government of India, or other duly constituted 
authority. 

5.2.1 The product may also be marked with Standard Mark. 

5.3 The use of the Standard Mark is governed by the provisions of Bureau of 
Indian Standards Act, 1986 and the Rules and Regulations made thereunder. 
The details of conditions under which the licence for the use of Standard Mark 
may be granted to manflicaturers or producers may be obtained from the Bureau 
of Indian Standards. 



6. SAMPLING 

6.1 Representative samples of the material shall be drawn in accordance 
with the method prescribed in Appendix B. 

7. TEST METHODS 

7.1 Tests shall be carried out according to the methods prescribed in 
Appendix A. Reference to the relevant clauses of Appendix A is given in 
col 5 of Table 1. 

7.2 Quality of Reagents 

7.2.1 Unless specified otherwise, pure chemicals and distilled water 
( see IS : 1070-1977* ) shall be used in the tests. 

NOTE — 'Pure chemicals' shall mean chemicals that do not contain impurities 
which affect the results of analysis. 



*Specification for water for general laboratory use ( second revision ). 
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APPENDIX A 

( Clause 4.2 ) 

METHODS OF TEST FOR ANHYDROUS AMMONIA 

A-1. GENERAL 

A-1.1 Methods described in this standard indicate that the ammonia is 
sampled by volume but the calculations are made on mass basis. The 
density has been taken as 0.68 g/ml, the value at about — 33°C, at which 
temperature liquid ammonia has a vapour pressure of 1 atmosphere 
absolute. 

A-2. DETERMINATION OF RESIDUE ON EVAPORATION 

A-2.1 Outline of the Method — The sample is allowed to evaporate 
from a tared flask and the mass of the residue obtained is determined. 
This residue will include water, oil and other substances non-volatile 
under the conditions of the test. 

A-2. 2 Apparatus 

A-2. 2.1 Conical Flask — 250-ml calibrated to hold 150 ml ( about 
100 g ) of sample and with a bung fitted with a glass tube through which 
the exit gas can be led away to a safe place. Ensure that the glass tube 
and exit line are free from constrictions. 

A-2.3 Procedure — Weigh the calibrated conical flask to the nearest 
milligram. Quickly run in the sample ( see Appendix B ) up to the calibra- 
tion mark and insert the bung. Immerse the flask in a continuous stream 
of cold water and allow the ammonia to evaporate slowly. When the 
evaporation is complete, remove the bung briefly and gently blow out the 
residual ammonia vapour with a small jet of dry, filtered air. Dry the 
outside of the flask thoroughly and weigh again to the nearest milligram. 

A-2.4 Calculation 

Residue on evaporation, _ Afj — Mf _ 

percentbymass 68 V »wr 



where 



Ml = mass in g of the flask and residue, 
M2 = mass in g of the flask, 
V = volume in ml of the sample taken, and 
F = evaporation factor ( see Appendix C ). 
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A-3. DETERMINATION OF MOISTURE 



A-3.0 General — Two methods have been prescribed below. The appro- 
priate method shall be selected depending upon the moisture content. 

A-3.1 Method A ( For Low Moisture Content ) 

A-3. 1.0 Applicability — This method shall be used for anhydrous 
ammonia with water content under 200 parts per million. 

A-3. 1.1 Outline of the Method — A small volume of ethanediol is added 
to the vessel in which the sample is to be measured in order to retain the 
water. The ammonia is allowed to evaporate, the process being assisted by 
reduced pressure in the later stages. A solution of acetic acid in methanol 
is added to neutralize any residual ammonia and the water is then titrated 
by Karl Fischer method as described in IS : 2362-1973*. 

A-3. 1.2 Apparatus 

A-3. 1.2.1 Sample vessel — As shown in Fig. 1 A. It is marked to hold 
100 ml of sample. 

A-3. 1.2.2 Guard tube — As shown in Fig. IB. 

A-3. 1.2. 3 Vaccine cap — with small slit for burette tip, to close the 
sample vessel. 

A-3. 1.2. 4 Dewar-flasks (D ) — two. 

A-3. 1.2. 5 Manometer (E) — capable of measuring absolute pressures 
up to 760 mm Hg. 

A-3. 1.2. 6 Drying tube ( F ) — containing phosphorus pentoxide. 

A. 3. 1.2. 7 Suction pump ( G) — fitted with a trap to prevent ammonia 
entering the pump. 

A-3. 1.2.8 Three-way tap (H). 

A-3. 1.2. 9 Tee-pieces — two. 

A-3. 1.2. 10 Titration assembly — as shown in Fig. 1 of IS : 2362-1973*. 
The sampling apparatus is assembled as shown in Fig. 2. 

A-3. 1.3 Reagents 

A-3. 1.3.1 Ethanediol — preferably containing less than 0.1 percent of 
water. 

NOTE — Ethanediol is hygroscopic and care should be taken to avoid absorption 
of water fom the atmosphere. 



*Determination of water by the Karl Fischer method (first revision ). 

7 
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FIG. 1 GLASSWARE FOR THE DETERMINATION OF 
WATER IN ANHYDROUS AMMONIA 

A-3.1.3.2 Methanolic solution of acetic acid — Mix 100 ml of glacial 
acetic acid with 900 ml of methanol with water content less than 0.03 
percent. 

A-3.1.3.3 Karl Fischer reagent — having a water equivalent of about 
3.5 mg/ml, prepared as prescribed in IS : 2362-1973*. 

A-3.1.3.4 Cooling mixture — Solid carbon dioxide in methanol. 

A-3.1.4 Procedure — Standardize the Karl Fischer reagent as described 
in 6.1.1 of IS : 2362-1973*. Assemble the apparatus as shown in 
Fig. 2. Before connecting the ammonia cylinder to the sample vessel purge 
the valve and sampling tube with about 1 litre of ammonia in the liquid 
form. Ensure that the ammonia is purged to a safe place. Quickly dry the 
end of the tube ( for example, with clean absorbent paper such as filter 
paper ) and then immediately connect the sampling tube to the sample 
vessel. 



*Determination of water by the Karl Fischer method (first revision ). 
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A-3. 1.4.1 With the air leak closed and tap H closed to the drying 
tube, evacuate the apparatus up to the valve of the cylinder, with the 
guard tube B ( but not the sample vessel A ) immersed in the cooling 
mixture contained in Dewar flask. After about 5 minutes open the tap H 
and allow air to pass into the apparatus through the drying tube until 
atmospheric pressure is attained. Open the air-leak and shut off the suction 
pump. Close the drying tube to atmosphere. Remove the ground glass 
cowl of the sample vessel A, and add as quickly as possible 2 ml of the 
ethanediol. Replace the cowl. Place the sample vessel in the other Dewar 
flask. Fill the Dewar flask with the cooling mixture. After the sample 
vessel has become thoroughly cooled, very carefully open the valve of the 
ammonia cylinder and collect 100 ml of sample in vessel A at such a rate 
that not more than about 2 ml of sample collects in the guard tube B. 
Close the cylinder valve again. Remove the Dewar flask from the sample 
vessel and replace with a beaker of methanol. Allow the ammonia to 
evaporate, most of it will condense in B, but some will escape from the 
air-leak. It may be necessary to adjust the temperature of the methanol to 
speed up evaporation. 

A-3. 1.4. 2 When all the ammonia seems to have evaporated, close 
the air-leak and reduce the pressure in the apparatus to 150 mmHg for 
15 minutes by means of the suction pump. At the end of this time allow 
air to pass through the drying tube into the apparatus to restore atmos- 
pheric pressure. Disconnect the sample vessel A from the sampling train, 
and close its die side-arm with a rubber stopper. Measure 10 ml of the 
methanolic acetic acid solution into a small flask, quickly run in the Karl 
Fischer reagent just to the end point and then transfer it to the sample 
vessel A. Stopper the sample vessel and shake gently to wash down the 
ethanediol form the sides of the tube. Fit the sample vessel with the vac- 
cine cap and titrate the contents with Karl Fischer reagent just to the end 
point, as described in IS : 2362-1973*. Note the volume of the reagent 
used. Without delay add 2 ml of the ethanediol to the sample vessel and 
again titrate with the Karl Fischer reagent just to the end point, as des- 
cribed in IS : 2362-1973*. Again note the volume of the reagent used. 

A-3. 1.5 Calculation 

Water content, H^ ( F^ — F, ) X 10* X F 

percent by mass = 0*68 V^ 

where 

W = water equivalent in mg/ml of the Karl Fischer reagent, 
V\ = volume in ml of Karl Fischer reagent required for the 
first titration, 

*Determination of water by the Karl Fischer method (first revision ). 
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V2 = additional volume in ml of Karl Fischer reagent required 
for the second titration, 

F3 = volume in ml of sample taken, and 

F = evaporation factor ( see Appendix C ). 

A-3.2 Method B ( for Higher Moisture Content ) 

A-3.2.0 Applicability — This method shall be used for anhydrous 
ammonia with higher moisture content ( more than 200 parts per 
million ). 

A-3.2. 1 Outline of the Method — This method is rapid routine method 
which is suitable for the determination of water at the higher concentra- 
tion. The liquid ammonia is evaporated in the presence of a small volume 
ofethanediol which retains the water. A solution of acetic acid in metha- 
nol is then added to neutralize any residual ammonia and the water is 
titrated by the Karl Fischer method as described in IS : 2362-1973*. 

A-3.2. 2 Apparatus 

A. 3. 2.2.1 Conicalflask — 250-ml calibrated to hold 150 ml ( about 
100 g ) of the sample and with a bung fitted with a glass tube through 
which the exit gas can be led away to a safe place. Ensure that the glass 
tube and exit line are free from constrictions. 

A-3.2.2.2 Titration assembly — as shown in Fig. 1 of IS : 2362-1973*. 

A-3.2. 3 Reagents 

A-3.2. 3.1 Ethanediol — preferably containing less than 0.1 percent 
of water. 

NOTE — Ethanediol is hygroscopic and care should be taken to avoid absorption 
of water from the atmosphere. 

A-3.2. 3. 2 Methanolic acetic add solution — Mix 100 ml of glacial 
acetic acid with 900 ml of methanol with moisture content less than 0.03 
percent. 

A-3.2. 3. 3 Karl Fischer reagent — having a water equivalent of about 
3.5 mg/ml, prepared as described in IS : 2362-1973*. 

A-3.2. 4 Procedure — Transfer to the clean, dry conical flask 2.0 ml of 
the ethanediol, quickly run in the sample ( see Appendix B ) up to the 
calibration mark and insert the bung. Immerse the flask in a continuous 
stream of cold water, taking care not to allow any water to enter the flask, 
and allow the ammonia to evaporate slowly. Remove the bung and 
gently blow out the residual ammonia with a small jet of dry air. 



*Determination of water by the Karl Fischer method (first revision ). 
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A-3.2.4.1 Measure 10 ml of the methanolic acetic acid solution into 
a small flask and quickly run in the Karl Fischer reagent just to the end 
point, as described in IS : 2362-1973*. 

A-3.2.4.2 Without delay, transfer this titrated solution to the sample 
flask and then titrate the contents with the Karl Fischer reagent. Note the 
volume of the reagent used. Immediately add 2 ml of the ethanediol to 
the sample vessel and again titrate to the end point as described in 
IS : 2362-1973*. Again note the volume of the reagent used. 

A-3.2.5 Calculation 

Moisture content, ^ W {Vy — Vt) iqs ^ p 
percent by mass 0*68 Fg X lu x r 

where 

W = water equivalent in ml/g of the Karl Fischer reagent, 

V\ = volume in ml of Karl Fischer reagent required for the 
first titration, 

V2 = additional volume in ml of Karl Fischer reagent requi- 
red for the second titration, 

F3 = volume in ml of sample taken, and 

F = evaporation factor ( see Appendix C ). 

A-4. DETERMINATION OF OIL CONTENT 

A-4.0 General — Two methods have been prescribed namely, gravi- 
metric method and spectrophotometric method. The spectrophotometric 
method is preferred and shall be used if an infra-red spectrophotometer is 
available. The gravimetric method is not suitable for oil contents below 
30 parts per million, but improved precision can be obtained for low 
contents by using larger samples. 

A-4.1 Gravimetric Metliod 

A-4. 1.1 Outline of the Method — The sample is allowed to evaporate 
from a flask, any oil in the residue is dissolved in petroleum spirit, and the 
solution evaporated to dryness in a platinum dish. 

A-4. 1.2 Apparatus 

A-4. 1.2.1 Conical flask — 500-ml calibrated to hold 300 ml ( about 
200 g ) of sample and with a bung fitted with a glass tube through which 
the exit gas can be led away to a safe place. Ensure that the glass tube 
and exit line are free from constrictions. 



*Determination of water by the Karl Fischer method {first revision ). 
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A-4.1.2.2 Platinum dish — 75 mm in diameter. 
A-4.1.3 Reagent 

A-4. 1.3.1 Petroleum spirit — boiling range 40°C to 60°C (see 
IS : 1745-1978* ). 

A-4. 1.4 Procedure — Quickly run in the sample ( see Appendix B ) up 
to the calibration mark and insert the bung. 

A-4. 1.4.1 Immerse the flask in a continuous stream of cold water 
and allow the ammonia to evaporate slowly. When the evaporation is 
complete, remove the bung and gently blow out the last traces of ammonia 
with a small jet of filtered air. Dry the outside of the flask. Place the 
flask in an oven at 105 ± 1°C for 15 minutes to remove the moisture, 
blowing out the last traces with a gentle stream of filtered air at the end 
of this period; allow to cool. 

A-4. 1.4.2 Add to the flask approximately 10 ml ofthe petroleum 
spirit and swirl to dissolve the oil. Filter the solution through a small 
filter paper ( Whatman No. 41 or equivalent ) directly into the platinum 
dish previously tared to the nearest 0.1 mg. Repeat the operation with 
two more successive 10 ml portions of petroleum spirit, filtering through 
the same paper as before into the same dish. 

A-4. 1.4. 3 Evaporate the combined extracts to dryness on a water 
bath in a fume cupboard, taking care to avoid naked lights, and finally 
dry in an oven at 105 ± 1°C for 30 minutes. Allow the dish to cool 
thoroughly in a desiccator and weigh again to the nearest 0.1 mg. 

A-4. 1.4. 4 At the same time carry out a blank determination on the 
petroleum spirit and filter paper. Make an appropriate correction in the 
calculation. 

A-4. 1.5 Calculation 

Oil content, parts per _ ( Mi — Afj ) — Ms .f^ « 
million by mass ' 0*68 K X lu X /• 

where 

Ml = mass in g of platinum dish and residue, 
M2 = mass in g of platinum dish alone, 
M3 = mass in g of oil in blank determination, 
V = volume in ml of sample taken, and 
F = evaporation factor ( see Appendix C ). 



*Specification for petroleum hydrocarbon solvents ( second revision ). 
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A-4.2 Spectrophotometric Method 

A-4.2.1 Outline of the Method — The sample is evaporated and any oil 
present is dissolved in carbon tetrachloride. The oil content of the solution 
is then measured photometrically at 3.46 //m ( the C-H stretching freque- 
ncy ) using an infra-red spectrophotometer. 

NOTE — This method is very sensitive and great care is necessary to avoid 
contamination of any part of the apparatus with oil or grease. 

A-4.2.2 Apparatus 

A-4.2. 2. 1 Infra-red spectrophotometer and accessories 

A-4.2. 2. 2 Conical flask — 500-ml capacity, calibrated to hold 300 ml 
( about 200 g ) of sample and with a bung fitted with a glass tube through 
which the exit gas can be led away to a safe place. Ensure that the glass 
tube and exit lines are free from constrictions. 

A-4.2. 3 Reagents 

A-4. 2.3.1 Carbon tetrachloride — redistilled. Check that each fresh 
supply of this reagent shows no absorption at 3.46 |im. 

A-4. 2. 3. 2 Standard oil solution — 0.5 g/1 of liquid paraffin in carbon 
tetrachloride. One millilitre of this solution is equivalent to 500 (xg of oil. 

A-4.2.4 Procedure 

A-4. 2. 4.1 Preparation of test solution — Thoroughly clean the 500-ml 
conical flask so that it is oil-free. Quickly run in the sample up to the 
calibration mark and insert the bung. Immerse the flask in a continuous 
stream of cold water and allow the ammonia to evaporate slowly. When 
the evaporation is complete, remove the bung and gently blow out the 
last traces of ammonia with a small jet of filtered air. Dry the outside of 
the flask. 

Place the flask in an oven at 105 ± 1°C for 15 minutes to remove 
the moisture, blowing out the last traces with a gentle stream of filtered 
air at the end of this period; allow to cool. Rinse out the flask with several 
10 ml portions of the carbon tetrachloride and combine these washings in 
a 100-ml volumetric flask. Dilute to the mark with carbon tetrachloride 
and mix well. Any other suitable dilution may be made at this stage and 
allowed for in the calculation. 

A-4. 2. 4. 2 Preparation of calibration chart — In a series of 100-ml 
volumetric flasks prepare suitable dilutions of the standard oil solution to 
cover the range of values within which the mass of oil in the sample is 
expected to be found. Measure the optical densities of this series of solu- 
tions at the wavelength of maximum absorption ( approximately 3.46/zm ) 
with the carbon tetrachloride as the reference liquid. 
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Prepare a calibration chart by plotting the mass of oil at the differ- 
ent dilutions against the corresponding optical densities. 

A-4.2.4.3 Determination — Measure the optical density of the test 
solution at the wavelength used in the calibration with the carbon tetra- 
chloride as the reference liquid. From the calibration chart determine the 
mass of oil present in the total volume of the test solution. 

A-4.2.5 Calculation 

Oil content, parts per M „ 

million by mass ~ 0-(i8 V ^ 

where 

M = mass in g of oil in the total volume of the test solution, 
V = volume in ml of sample taken, and 
F = evaporation factor ( see Appendix C ). 

APPENDIX B 

( Clause 6.1) 

SAMPLING OF ANHYDROUS AMMONIA 

B-1. GENERAL 

B-1.1 Anhydrous ammonia is stored and transported as liquefied gas 
either without cooling, under a gauge pressure which, at 20°C, is approx- 
imately 0.76 MPa ( 7.6 bar ) or with refrigeration, at lower temperatures 
and pressures. It is strongly irritant as liquid or as vapour, and can cause 
serious burns to the respiratory tract, skin and eyes. Appropriate protec- 
tive clothing, gloves, goggles and self-contained breathing equipment 
should be worn. Mixture of ammonia gas and air can explode, if ignited, 
when the proportion of ammonia gas is within the limits of 16 to 26 
percent by volume; therefore, sources of ignition should be prohibited 
during the sampling of ammonia. 

B-1. 2 For further precautionary details, reference may be made to 
IS : 4544-1968*. 

B-2. PROCEDURE 

B-2.1 From Cylinders 

B-2. 1.1 The contents of a cylinder or other small transport container 
at or near atmospheric temperature may be sampled near the laboratory 



*Code of safety for ammonia. 
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but in the open air, by means of a sampling line and connection assembly 
attached to the cylinder outlet valve. In the event of corrosion and wear 
it may be necessary to use a suitable washer to ensure a good seal between 
the cylinder and the sample apparatus; a compressed asbestos fibre washer 
is suitable for this purpose. Tne cylinder is securely supported in the 
position for liquid ammonia discharge. 

B-2.1.2 A separate sample shall be taken for each determination, and 
no attempt made to divide a sample. 

B-2.1.3 The gauge pressure of the container shall be read at the time 
of sampling in order to determine the evaporation factor ( see 
Appendix C ). 

B-2.2 From Tank Wagons and Storage Tanks 

B-2.2.1 It is usual, for maximum safety, to avoid taking liquid ammonia 
samples direct from a road or rail tank wagon, but to take them instead 
from a sampling point installed specifically for the purpose in the fixed 
pipeline through which the ammonia is discharged from the mobile tank 
to the storage tank. Sampling technique then follows the same procedure 
as in sampling from cylinders. 

B-2.2.2 Although it is recommended that mobile transport tanks should 
not be sampled directly, there may be occasions when it is unavoidable. 
In this case, it is essential that a clear, readily understood sampling sche- 
dule shall be issued and the samplers properly briefed. Since the 
technique will be mainly decided by the design of the tank, it shall be 
agreed with the owner of the tank and the suppher of ammonia. 

B-2.3 From Tanks into Cylinders 

B-2.3.1 Only when the sample has to be sent to a distant testing station 
or it is necessary to store it for some time, it will be necessary to sample 
into a cylinder. Unless very carefully carried out, this procedure may 
increase the possibility of contamination of the sample and it may also 
involve danger to personnel. 

B-2.3.2 In circumstances which make it essential to use cylinders to 
take ammonia samples, it will be necessary to have a properly designed 
cylinder-filling installation for sampling; a make shift arrangement is 
likely to be unsafe. The design and operation of such installations 
demand special care and consideration in detail, and no specific recomm- 
endations can be made here. 

B-3. SAMPLING LINE 

B-3.0 General — The sampling of anhydrous ammonia is based on the 
assumption that the material to be sampled is as claimed and contains 
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only a small amount of impurity primarily water. Duplicate samples shall 
be taken from each tank or vessel sampled. 

B-3.1 Apparatus 

B-3.1.1 Weathering Flask — 2 litre capacity graduated from to 10 ml 
and made of heat resistant glass as shown in Fig. 3. 




FIG. 3 WEATHERING FLASK 

B-3.1. 2 Stopper — rubber with bend tube vent as shown in Fig. 4. 

-FLEXIBLE 



r-imm 00 CJj^ SAMPLE LINE 



£n^ 



VENT 



O 



SAMPLE TUBE 
ADAPTER 



FIG. 4 WEATHERING FLASK ADAPTER 
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B-3.1.3 Sampling Line and Connection Assembly — ( see Fig. 5 ) in which 
flexible steel sampling nose 1.2 m, 6 mm NPT coupling at each end and 
about 3 mm insulated steel tubing delivery tip at one end. 




^25 NOMINAL OIA 
PIPE(HEAVV) 



I2.S GLOBE 
VALVE 



FLEXIBLE STEEL 
SAMPLING HOSE- 




AU dimensions in millimetres. 
FIG. 5 SAMPLING LINE AND CONNECTION ASSEMBLY 



B-3.2 Reagents 

B-3.2.1 Charcoal — reagent, 14 to 20 mesh. 

NOTE — If the sample is expected to contain excessive amount of water ( one 
percent or more ), one piece of the charcoal may be added to each tube before intro- 
duction of the sample. 
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B-3.3 Procedure 

B-3.3.1 Place two dry, clean weathering flasks. Connect the sampling 
line connection assembly to the unloading valve of the tank, vessel, or 
line to be sampled. Open the valves slowly and purge the sampling line 
connection assembly thoroughly by venting 3 to 4 litres of ammonia. Close 
the sample line globe valve. Remove the vented stoppers from the tubes 
and insert the adapter end of the sampling line connection assembly. Open 
the sample line valve and slowly fill the weathering flask to the 100-ml 
mark, close the sample line valve. Remove the sampling line adapter and 
insert the vented stopper in the weathering flask. Repeat as above and 
fill the second tube. Close tank discharge valve and remove the sampling 
line connection assembly. Either know or note the vessel, container, or 
line pressure of material sampled. Tag the collected samples for identifi- 
cation and submit to the laboratory for processing. 

B-3.3. 2 The gauge pressure of the container shall be read at the time of 
sampling to determine the evaporation factor. The pressure versus eva- 
poration factor is given in Table 2. 

TABLE 2 EVAPORATION FACTOR FOR DIFFERENT PRESSURE IN VESSEL 

PRESSURE IN VESSEL EVAPORATION FACTOR 

in kg/cm^ (F) 

(1) (2) 

0.0 1.000 

0.70 0.963 

1.41 0.940 

2.10 0.920 

2.81 0.900 
3.52 0.885 
4.22 0.870 
4.92 0.860 

5.82 0.850 
6.33 0.840 
7.03 0.830 
7.73 0.821 
8.44 0.813 
9.14 0.805 
9.91 0.797 

10.55 0.789 

11.25 0.782 

11.95 0.776 

12.64 0.770 

13.36 0.764 

14.06 0.758 
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APPENDIX C 

( Clause A-2.4 and B-2. 1.3) 

EVAPORATION FACTOR 

C-1. PROCEDURE 

C-1.1 When a sample of liquid ammonia is transferred to an open flask 
from a container in which the pressure is higher than atmospheric, that 
sample quickly reaches thermodynamic equilibrium with its new environ- 
ment. Some of the liquid ammonia will evaporate, and since the ammonia 
so lost as vapour contains none of the non- volatile constituents present in 
the original product, the concentration of those constituents will increase 
in the liquid sample taken. This may be a significant factor in subsequent 
analysis, and fortunately it is possible to calculate from the known 
thermodynamic properties of ammonia an appropriate correction. This 
correction is usually known in this context as the 'evaporation factor' or 
'flash factor', and is simply that fraction by mass of the original liquid 
ammonia which remains as liquid in the sample. Multiplication of the 
determined quantity ofa 'non-volatile' constituent ( oil, water, dissolved 
or suspended solids, etc ) by the evaporation factor gives a result which 
will be closer to the true figure. A diagram of evaporation factors is given 
in Fig. 6. 

C-1.2 Where a sample is transferred ( for example, by gravity ) from a 
container to a cylinder at the same pressures there should be no loss by 
evaporation and in this case it is not necessary to use an evaporation 
factor. 
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